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MINISTRY OF COMMERCE AND INDUSTRY 
(Department of Commerce) 

(DIRECTORATE GENERAL OF ANTI-DUMPING AND ALLIED DUTIES) 
CORRIGENDUM 
New Delhi, the 3rd August, 2017 

TO FINAL FINDINGS NOTIFICATION NO. 14/14/2015-DGAD DATED 01.08.2017 

Subject: Anti-dumping investigation concerning imports of “New/unused pneumatic radial 
tyres with or without tubes and/or flap of rubber (including tubeless tyres) having nominal rim 
dia code above 16” used in buses and lorries/trucks”, originating in or exported from China 
PR. 

F. No. 14/14/2015-DGAD. —The name of the Non-Sample producer/ exporter “Shandong 
Wanda Boto Tyre Co. Ltd” was left out inadvertently in the English version of the Final Findings. 


Flence, in the partial modification of Final Findings Notification No. 14/14/2015-DGAD dated 1 st 
August, 2017, at S.No 18 the following is added to the list of non-sampled producers/exporters in the 
footnote of the duty table: 


SI. No. 

Producer 

Exporter 

18. 

Shandong Wanda Boto Tyre Co. Ftd. 

Shandong Wanda Boto Tyre Co. Ltd. 


Dr. INDER JIT SINGF1, Designated Authority 
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